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Installation and Maintenance 


LINE CONNECTIONS 
120C1 AND 120C2 SUBSCRIBER SETS 


1.01 This section covers the line connections of the 120C1*] 
and 120C2 Teletypewriter Subscriber Sets. 
1.02 This section is reissued to bring cord, plug and rubber 
covered cordage up to date. 
Plan 
Number Title 
LS1.04 15N Table 
Open Line {LT Bd—Local Line 
LS1.05 19A Table 
Open Line TLT Bd.—Local Line 
1S1.06 15N_ Table 
Swbds. with Manual Recall—Local Line 
1S1.07 19A Tabl 
Swbds, with Manual Recall—Local Line 
181.08 15N Table 
Swhbd. No. 5, No. 3, or 3A with Flashing Recall— 
Local Line 
LS1.09 19A Table 
Swbd. No, 5, No. 3, or 3A with Flashing Recall— 
Local Line 
LS110 15 Table 
Line Concentrating Unit No. 101—Local Line 
LSL1 19A Table 
Line Concentrating Unit No. 101—Local Line 
Note: See M Plans as follows: 
LS1.03 M2.01, M2.05, M2.09, M2.10, M212, M2.15, 
2.30, M2. 


LS1.05 
LS1.06 
LS1.07 
LS1.08 


M2. 
LS1.09 M210, M2.i2, M2: 15, 
i 2.18, M221, M2.22, M2.30, M2.32 
LS1.10 oy 09, M210, M2.12, M215, M216, M221 
12.22, M228, M2.30, M2.31, M2.32 
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LSL11 M2.09, M2.10, M2.12, M2.15, M2.16, M2.21, 
M222, M2.30, M232, M3. M3.07 


These M Plans provide the following features: 
M201 Operation without line relay (15A, B, Base) 
M205 Operation in 60 mil circuit (ISB Base) 

M2.09 Contact protection for motor control contacts 
when used with external relay on A-C power 
(ISB Base) 

M210 Connection of TTY permanently in line con- 
dition (15A, B, C, D, E, Keyboard and 15A, 
B, C, D, E, F, Perforator-Transmitter) 

M212 Connection for remote motor control (15A, B, 


jase 

M215 Connection of fuse for use with external power 
relay (15B Base) 

M216 Operation with line relay (15C Base) 

M2.18 Operation of line relay in 60 mil circuit (sc 
Base with line relay) 

M221 Contact protection for motor control contacts 
when used with external relay on A-C power 
(I5C Base) 

M222 Connection for remote motor control (15C 


Base. 

M228 Operation in 5-25 mil circuit (ISB Base) 

M230 Connection of fuse for use with external power 
relay (1SC Base) 

M231 Operation in 5-25 mil circuit (15C Base) 

M2.32_ 15J, K motor units (ISA, B, Bases) 

M3.06 Operation in 5-25 mil circuit (ISB Base) (19 
type TTY) 

M3.07 Operation in 5-25 mil circuit (15C Base) (19 
type TTY) 
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Fig. 2. Typical Station Arrangement Employing 120C1 Set 
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Fiz. 3. Circuit Label 129C1 Set. 
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